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Westinghouse Electric Corporation 
Certificate of Performance of Maintenance 


I hereby certify that the Westinghouse Electric Corporation has 
satisfactorily performed the service called for undgy Contract AF33 (600) - 
37728 for the period J@a+ 1, 1959 to T8R« Bly 1999 ae 
The travel indicated below was performed and authorized and is chargeable 
to the Government: 


Authorized Travel Performed 


25x1A Name. Period of Travel From - To Mode Gost’ Comments 


ee 1200-59 - 1-22059 Balto. ~ Del Rlo- Air 25763 Suyervision and 
i Baitimore technical liaison 
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